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Uxler "Function Selection" in the opticxi list, if you choose IDG and the 
Base E contains a decimal, the first time the decimal is recognized. The 
second time it is ignored unless you press run again. 


Solution 

Ite problem is corrected by following the st^)6 listed belov. 

** F0R DISK 

1. Backup the diskette(s) and make the changes on the Bado:^ cx3py of the 
program. 

2. In BASIC load the program ^ typing LOAD "EaPDATA". 

3. Make the following corrections: 

CHANGES (Retype the line or refer to the Edit section of the owners manual) 
Old Line; 70 C0=32;CP=^TEX<16416>+PEEK<16417>*256:X$="" 

New Line; 70 CIl=32;CP=gEEK<16416>4-PEEK<16417>*256;X$="" ;PC>^ 

4. lype SAVE "EXPDATA" to save the changes in the program. 

5. At TE^S(X)S Ready, make a backip copy of the corrected diskette. 

* *FCR TAPE 

1. C^IDAD tape 

2. Make the line changes above 

3. CSAVE "filename" 
























